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Mes, 


R3 AND RIS ARE ADJUSTED FOR 
SYMMETRICAL SWITCHING ABOUT ZERO 
VOLTS FOR INPUT | AND 2 RESPECTIVELY. 


60MA TO COILS 
PINS C,D - 47 TO 53v DC POWER INPUT 
PINS N,P - MS 1888 SIGNAL INPUT | 
PINS E,F - MS I88B SIGNAL INPUT 2 
PINS H,J,K,L,M, - CIRCUIT COMMON 


(ALL INPUTS AND OUTPUTS REFERRED TO 
CIRCUIT COMMON). 


REFERENCE SPEC. FOR TELETYPE CORP. 
EMPLOYEES ONLY: 
61, 26uS. 


ALL RESISTORS ARE 5%, 
OTHERWISE SPECIFIED. 


1/2 WATT UNLESS 


ALL CAPACITANCE VALUES IN PICOFARADS 
UNLESS OTHERWISE SPECIFIED. 


U DENOTES CIRCUIT COMMON. 
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